of which were for violations of mandatory
standard 30 CFR 75.1105.

6.  During the period 1976 to December 1,
1983, 37 different MSHA inspectors inspected
the Windber Mine 78, during 688 inspection"
days.

During the period between February 10, 1982,
and January 18, 1983, the North Main Section
of the Windber Mine 78 was inspected on 16
occasions and no citations or orders were
issued for alleged violations of mandatory
standard 30 CFR 75.1105, with respect to the
battery charging station.

Discussion

Citation No. 2015155 states the following condition or
practice:

When checked with a smoke cloud the
current of air ventilating the North
Main charging station was not being
coursed directly to return in that
the current of air was entering the
#3 intake entry and coursing up
into the working section.

The inspector fixed the abatement time as 8:00 a.m.,
January 19, 1983.

On January 19, 1983, at 8:50 a.m. the inspector issued
a Section 104 (b) Order No. 2015156, in which he stated as
follows:

Little or no effort was made to direct
the current of air ventilating the North
Mains battery charging station to return.

On January 20, 1983, a second MSHA inspector, David B. Alsop,
terminated Citation No. 2015155, and the justification for
this action states as follows:

The current of air ventilating the North
Main charging station was being coursed
into the return air course,  A 14 foot
piece of plastic pipe 3 inches in diameter
was extended out into the charging station
and extending back to the 4 inch vent pipe
in the stopping wall.  Also, an 8 foot
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